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CONFIDENTIAL STATE 063484 

E.O. 11652: GDS 
TAGS: EAID, TH 

SUBJECT: ASSISTANCE TO RTG NATIONAL LEGISLATIVE ASSEMBLY 
STAFF 

REF: BANGKOK 04850 

1. WE ASSUME EMBASSY IS CAREFULLY CONSIDERING POSSIBLE 
POLITICAL REPERCUSSIONS OF USG INVOLVEMENT IN THIS 
PROJECT AND TIMING OF PROJECT IN RELATION TO NATIONAL 
ELECTIONS AS WELL AS POSSIBILITY THAT SUCCESSOR TO NLA 
MIGHT HAVE DIFFERENT STAFF AND STAFFING REQUIREMENTS 
THAN NLA. 

2. SUNYA ABLE PROVIDE APPROPRIATE PERSON DESIGN PROGRAM ON 
SHORT NOTICE. WE AND SUNYA ASSUME TEN WORKING DAYS 
ADEQUATE THIS PURPOSE. 

3. INITIAL TRIP TO DESIGN PROGRAM CAN BE FUNDED FROM 
EXISTING AID GRANT TO SUNYA BUT WITH CLEAR UNDERSTANDING 
ANY SUBSEQUENT TRAINING BE FINANCED BY RTG, USOM. OR SOME 
OTHER ENTITY SUCH AS FORD FOUNDATION AND NOT BY SUNYA GRANT. 
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4. IF RTG SHOULD REQUEST ABOVE-MENTIONED ASSISTANCE FROM 
SUNYA, PLEASE ADVISE PREFERRED TIMING OF SUNYA VISIT. 

SUNYA PROGRAM DIRECTOR HEAPHEY AND CO-DIRECTOR AWAY FROM 
ALBANY MARCH 27 THROUGH APRIL 9 , BUT WOULD BE ABLE TO 

ACT PROMPTLY THEREAFTER. KISSINGER 
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